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copy , ora 


January 15, 1959 


Dan: 
Subject: Contract HF-32-27 


Reference is made to your 9 December 1958 letter 
regarding Government-furnished equipment for use under 
subject contract. 


This letter is substantially correct for the 
equipment in our possession; however, our subcontractor 
has additional equipment which we will wish to add to 
the list attached to the referenced letter. 


Charlie 
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